Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 03126 101505Z 
ACTION SY-05 

INFO OCT-01 AF-08 ISO-OO /014 W 

110146Z 106769/73 

R 101236Z MAR 77 
FM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC 6711 
INFO AMEMBASSY LILONGWE 

CONFIDENTIAL NAIROBI 3126 

DEPT. FOR A/SY/OPS/T; LILONGWE FOR PSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR INSTALLATION - LILONGWE 
REF: (A) STATE 046932, (B) 76 LILONGWE 0698 

1 . RTC WAS NOT INFO ON REFTEL (B). POST FURNITURE DOES 
NOT CONFORM TO CA-3338 GUIDELINES 10. REQUEST SHIPMENT OF 
CHAIRS AS OUTLINED IN TSR - LILONGWE DATED JULY 9, 1975. 

ITEM 13. 

2. WITH POST CONFERENCE ROOM TABLE DIMENSIONS OF 4 FEET 
BY 10 FEET. THIS LEAVES ONLY 2 1/2 FEET BETWEEN EACH END 
OF THE TABLE AND THE ACR CURTAINS. RTC BELIEVES THIS IS 
INSUFFICIENT ROOM AND THE CURTAINS WILL SOON BE TORN BY 
THE BACK OF THE CHAIRS. REQUEST SHIPMENT INCLUDE STANDARD 
SY SUPPLIED INSPECT ABLE CONFERENCE TABLE. 

3. ITEMS NOT INCLUDED IN REFTEL (A), PARAGRAPH 3 WHICH WILL 
BE NEEDED INCLUDE (A) ILG NOISE COURCE (B) DUCT TAPE 

FOR ACR DUCTING (C) ALUMINUM FOIL TAPE FOR FOIL 
PAPER AND (D) SCOTCH PLASTIC TAPE NO. 471. 

MARSHALL 

CONFIDENTIAL 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977NAIROB03126 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770083-0690 
Format: TEL 
From: NAIROBI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770373/aaaacmnw.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 1ffd3dba-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 04-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: ACR INSTALLATION - LILONGWE 
TAGS: ASEC 
To: STATE 
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